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A.C.H.A. Announces Dates for 1940 
Administrators’ Institutes ...... June-23 
Adequate Health Service Assured by 
New AC Industrial Hospital—Max 
STN OMENS: 6 Sa wie setesasece Mar.-13 
Adequate Method of Determining Sell- 
ing Prices of Prescriptions—Marvel 
PAGITAR SO Sioe sane Shbie thasaue June-65 
Administrative Area, Well Plann_d, 
Essential for Efficient Management— 


Dr. Lucius R. Wilson......... June-32 
Alabama Hospital Association Meet- 
BAP oo. cope cence nelss vases aes 
A.C.S. Meeting, Immediate Care of 
Fractures Stressed at.......... Apr.-26 
A.C.S. Meeting, Means of Protecting 
the Patient Theme of.......... Feb.-21 
A.C.S. Sectional Meetings, Hospital 
Topics to Be Featured at....... Jan.-22 
A.H.A. Must Have Financial Support 
MERRION a. o's ps o'ssgiesinie om 9 96 Mar.-38 
A.M.A. Reinstates Cook County Huos- 
pital for Intern Training....... Jan.-13 
Anesthesia Service, Hospitals Review 
Revent- Progress -1...<..00..0.. 04 Jan.—20 


Anesthetist, Principles of Relationship 
Between Hospital and—E. A. Ro- 
WENSHNC OND, .ccoisciies cua sxe Mar.-62 

Anesthetic Explosion, Recent, Causes 
Widespread Publicity ..........May-15 

Angle, James L.—Four Factors Are 
Important in the Selection of Hos— 


pital) harnittite: . 6.50.55. sctcsed Apr.—-53 
Arizona -Hospitals Urged to Raise 
Standards of Service........... Feb.-20 
Arkansas Hospital Association Meet- 
ORO GPS Et aE Ben Aart ey May-60 
Army Program, Hospitals Asked to 
BD douse Os Soke bier e ste eeeee May-15 
Arrowsmith Elected President of Greater 
New York Association......... June-28 


Asepsis as Practiced by the House- 
keeping Department—Mabel R. Ro- 
PROG sock Cla cunuteonsueaetenee May-53 


Beef, When Cooking—Inez Searles 
WU ANDGN oe soreness cucaunncee Jan.44 

Burnell, Max, M.D. — Adeqate 
Health Service Assured by New AC 
Industrial Hospital ........... Mar.-13 

Burnett, D. Lois, R.N.—Developing an 
Adequate Teaching Program for Stu- 
dent Nurses in the Dietary Depart- 


11 BABS bse 4 9 aeons acy ag June-50 
Cc 
California Hospital, Pharmacy and 
Central Service Combined at—R. E. 
Paprriah: sc cskeesctckaensceecte May-31 
Callahan, J. J.. M.D.—Fracture Ser- 
WADE WAN Le Scams ceca pees May-43 


Carolinas—-Virginias Conference, Care 
of the Indigent Considered at...Apr.—24 
Case Records, Confidential Nature of, 
Threatened by New York Trial 
IMME co oy ccka gece seee peke cee em May-13 
Central Service and Pharmacy Com- 
bined at California rracenatie” E. 
SOREN ok ocss ckese ens sa bee May-31 
Central Supply Service, Surgeon Dis- 
cusses the—Martin 
REND, Ks wcekbacerss mecnerecneee Apr.—45 
Charity, Trend Towards—Editorial.Apr.—41 
City-Wide Observances Offer Many 
Advantages—E. M. Dunstan, M.D. 
Ey ee A Ts See eee e Apr-17 
Clinical Records, Confidential Nature 
Of BANOTIAl © oobi. oo oes a ceed May-33 
Coler, Let’s Have—Florence King. Apr.-60 
Commemorative Stamps ........./ Apr. 4 
Community Health Service, Adequate, 
Coordinated Nursing Resources 


72 x 


Can Provide—Golda B. Slief, R.N. 
PPPS eee ee CET eee Feb.-—33 
Confidential Nature of Case Records 
Threatened by New York ph aes 
OGUTE oe obs sei pan kn See bis ase tee May-13 
Contidential Nature of Clinical Rec- 
ords—Fditorial ............... May-33 
Control and Value of Scrap, Surplus 
and Obsolete Material — Herman 


PMDINMAN csi cG caer ce aoe en Jan.—28 
Controlling Costs in the Dietary De- 
partment—Moir P. Tanner..... Jan.—43 


Convalescent Home Has Classes on 
Nutrition for Both Children and 
Parents—Catherine Koch ...... Feb.—40 

Cook County Hospital Reinstated for 
Intern Training by A.M.A. ...Jan—13 

Coordinated Nursing .Resources Can 
Provide an Adequate Community 
Health Service—Golda B.  Slief, 
BRO, soe ahait ea tan scaaeh sue ore Feb.-33 

Criteria for Efficient Nursing Service 
with Emphasis on Administrative 
Policies—Mrs. Alma H. Scott, R.N. 


Dakin Solutions, Study of, from 52 
Hospitals Reveals Wide Variations 
—Franz C. Schmelkes, Ph.D. ..Jan.—53 

Deffner, Max—Modernizing X-ray De- 
partment Requires Careful dae 2g 


ey eer ee eee Mar.-28 
Delivery Room Gadgets—Sister Rose 

MIGtIE Sec chchess cow bee eueer June—48 
Dietary Department, Controlling Costs 

in—Moir P. Tanner............ Jan.—43 


Dietary Department, Developing an 
Adequate Teaching Program for Stu- 
dent Nurses in the—D. Lois Burnett, 
BIN cl ustien cea cca seas en eee we June-50 

“Disaster Car,” Portland’s, — 


for Any Emergency—Wm. P. Gray, 

Ce. herciee toe eee oe ee eas eeae Feb.-14 
Disinfection, Room—F. Jane Graves 
Ly TS ETT Ea oO Oe Jan.—52 


Do We Really Need More Hospital 
Beds in the United States ?—Robert 
PORT ois Giscig teh awe ucdcn ha ee Feb.-13 

Drug Regulations, New, Possible Ef- 
fects on Hospital Pharmacies—Paul 
QONBNGAPATH osc ed wes csc sean Apr.-69 

Dunstan, E. M., M.D.—Joint Observ— 
ance of Hospital Day of Great Value 
to Dallas Hospitals........... Apr.—15 

Dunstan, E. M., M.D.—City-Wide Ob- 
servances Offer Many Advantages 
ARI ELS eT eee RT ot Apr.-17 


Economies and Control of Waste in the 
Operating Room—Claribel Schecter. 
RS ro NE eC ee ET ey June-43 

Educating Student Nurses, Meeting the 
Increased Cost of—Mrs. ec M. 


OUETES eo ola sons co ce seas cee Mar.-43 
Efficient Washroom Practices and For- 
mulae—R. J. Gabrielson........ June-59 


Electric Pads, Precautions Necessary 
in Use of—Edwina MacDougall. Apr.-50 

Erikson, E. W.—Parenteral Fluids 
Need Not Be Warmed Before Ad- 
NISITATION 0565 os 0 dees ones'on Jan.-19 

Ettinger, Guy—“Homemade” 
1 ee pele aes ete tog RRM pe es: June-66 


Fire Hazards, Gas Extinguishers Valu- 


able for Many Hospital—Clifford 

SHMAN: oak Sec G clue aes keectaee Feb.-23 
First Mobile Unit Serves Entire 

COUNTY 555 Geka seeks ebenatee Mar.-20 


aceon. Alma E., R.N.—The Use of 


the Out-Patient Department in 


Teaching Public Health........ Feb.-38 
Food Service Stressed in Pennsylvania 
State Hospitals ............... May-45 
Ford Co. Adopts Combined Hospital 
and Medical Plan.............. Mar.-23 
Fracture Service Room—J. J. Callahan, 
EC er poesia as arene es sere May-43 


Furniture, Hospital, Four Factors Are 
Important in the Selection a 


D5 PAINE i cat's\ ets leaea see alos Apr.-53 
Furniture in the Hospital, Renovating _ 
WIDNGISHCDEG.. Fc siccce Soles ses awe’ Mar.-57 


Gabrielson, R. J.—Efficient Washroom 
Practices and Formulae........ June-59 
Gariepy, L. J., M.D.—Recognition 
Given General Physicians at Mount 
Carmel Mercy Hospital....... Mar.-22 
Gas Extinguishers Valuable for Many 
Hospital Fire Hazards—Clifford 
SEI seis os es oe siberian alte Feb.-23 
General Physicians, Recognition Given 
to at Mount Carmel Mercy Hospi- 


tal—L. J. Gariepy, M.D....... Mar.-22 
General Practitioner, Recognition _ 
Pigitorial oer cseekaseaeees aoe Mar.-37 
Goldwater Accepts Presidency of New 
QTC BAAR: ce Sis cis he's hase dis wrens June-28 
Goldwater Forecasts Survival of Vol- 
untary Hospital System........ Feb.-19 


Grading Service, Government, Avail- 
able to Hospitals—H. G. F. Hamann 


er Ns a PROT SE SS PE Mar.-54 
Graves, F. Jane—Room Disinfection 

Beth a pa SiR ie rl takis Blare e kmalg ate ba. Sigh na Jan.—52 
Gray, William P.—Portland’s “Dias— 


ter Car” Provides for Any Emer- 
BENGE nook aed cts eit saemees Feb.-14 
Greater New York Association, Arrow-—- 
smith Elected President of...... June-28 
Greater New York Group Will Par- 
ticipate in Safety Meeting..... Jan.-15 


H 


Hamann, H. G. F.—Government Grad- 
ing Service Available to Hospitals 
J cae aha’ oxen eee son sitet Mar.—54 
Harris, Marvel—Adequate Method of 
Determining Selling Prices of Pre- 
SCIONS wick sce ieis wise ee ries June-65 
Hayhow, Edgar C.—Modernization of 
Patients’ Facilities Requires Detailed 
PAGIAIVGIS: Ghetto ss eu sbee esis Feb.-16 
Hearings on Wagner-George Bill to 
9 Held This Month—David wo i 
SRE Rca 's Saisle SLANE WERE Mar.- 
tienen, R. E.—Pharmacy and Cen- 
tral Service Combined at California 
Paspital 3% s.scccswoueoieesae ais May-31 
Hill, David, Jr—President Roosevelt 
Proposes New Plan for Hospital Ex- 
WARSION Sess. isees she senaecos Jan.- 9 
Hill, David, Jr.—Three Bills Intro- 
duced in Congress to Support Presi- 
dent’s Hospital Program....... Feb.-11 
Hill, David, Jr—Hearings on Wagner- 
George Bill to Be Held This Month 
icin sau wisncs soee ea Oh eae Re eeee Mar.-11 
Hill, David, Jr—Wagner-George Hos- 
pital Bill May Be Finally Approved 
Deis: MOR ss). Stee ens esac ses Apr.-13 


Hillkowitz, Philip, M.D.—Modernize 
the Laboratory to Render the Effi- 
cient Service of Today......... Apr.-32 

“Homemade” Oxygen Tent—Guy Et- 
MEPOR 7 onueicohk wicks wet oh eee ae June-66 

Hosford, Raymond F.— Purchasing 
Hospital Protection ........... Apr.-35 

Hospital Authorities See Weaknesses in 
President’s Proposed Plan...... Jan.-11 


Hospital Beds, Do We Really Need 
More in the United States ?—Robert 
PSUS crest kn ag evase se eews Feb.-13 
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Hospital Care, South America, _ 
ernizing Its Policy for— W. 
RWIS 5.2 aval eeaha ete acdsee se Ra ese baad 
Hospital Day, Annual, Large Number 
ot Joint Celebrations Feature 20th 
se Ras ania dag tesa coon rateaae nRICRr aie de June-16 
Hospital Day Duty—KEditorial....Apr—41 
Hospital Day, Joint Observance of 
Great Value to Dallas Hospitals— 


E. M. Dunstan, M.D........../ Apr.-15 
Hospital Legislation, National, Fea- 

tured at State Meetings......... May-22 
Hospital Legislation, New, Three 

Criticisms of ..................May-33 


Hospital Plan, State-Wide, Consid- 
ered by Kansas Association... . . June-24 
Hospital Power Piants Need a Doctor 


SPP WARN ©. 5'> sis, atatere,ols.o's S00ss's Jan.—50 
Hospital Program, A More Rational 
OMI POTIAL” a5 5:4 Misacevase Qahejenavenars Feb.-29 


Hospital Service, Low Wage Earners 
Need Education on Benefits of. ,Mar.-15 
Hospitals Asked te Join Army Pro- 


0 1 REN ree ee A te May-15 
Hospitals Review Recent Progress in 
Anesthesia Service ............. Jan—20 
Hospitals to Spend $357,750,000 for 
Modernization in 1940.......... Feb.-15 
Housekeeping Department, Asepsis as 
Practiced by—Mabel R. Rolence 
Spieieweiee the esis GBs deh ceeeie aus eye IS 


Housekeeping Sessions, Tri-State, 
Practical Topics Presented at... May-56 
How to Medernize the Pharmacy for 
Practical and Efficient Operation— 
IND oP, ISON Watters. mies cure cencece May-28 
Hubeny, Maximilian J., M.D.—Mod- 
ern Demands Require Many Changes 
in the X-ray Department..... Mar.-31 


Importance of the Correlation of the 
Nursing and Physical Therapy De- 
partments—Mildred Riese, R.N..May-37 

Individual Enrollment, Feasibility ot, 
Proven by Inter—-County Plan... May-14 

Inter-County Plan Proves Feasibility 


of Individual Enrollment....... May-14 
Intern Training, A.M.A.  Reinstates 
Cook County Hospital for...... Jan.-13 
Intern Training, A.M.A. Approves 
Prison Hospital fer ........... Mar.—25 
Iowa Hospital Association Meeting 
Rada Pattee voce aaoe Velma erent May-23 


Joint Observance of Hospital Day of 
Great Value to Dallas Hospitals— 
E. M. Dunstan, M.D........../ Apr.-15 


K 


Kansas Association Considers State- 


Wide Hospital Plan............ June-24 
Kentucky Hospital Association Meet- 
J ER Ree een ts Bene Renee May-59 


King, Florence—Modernizing Patient’s 
Accommodations on a Limited Bud- 
R Uaren lank Vata ta Siedpcar are at vos haoe kw Feb.-48 


essere ool sia olerstany eiciecareis) Hratise tissue Apr.-60 
Kirkland, B. R., M.D.—Principles of 
Relationship Between Hospitals and 
Radiologists .................. Feb.-54 
Koch, Catherine—Convalescent Home 
Has Classes on Nutrition for Both 
Children and Parents........... Feb.—40 


L 


Laboratory, Modernize to Render the 
Efficient Service of Today-—Philip 
Hillkowitz, M.D. ............. Apr.-32 


Lamb, Some Thoughts on Cooking— 
Inez Searles Willson........... Feb.-42 
Large Number of Joint Celebrations 
Feature 20th Annual Hospital Day.. 
Pe Oe iy er ee ee SO a foe June-16 
Legislation and Trusteeship Discussed 
by Washington Group.......... June-24 
Legislative Problems Studied at Mid- 
Year Conference of A.H.A..... Mar.-24 
Let’s Have Color—Florence King. Apr.—60 
Lower Wage Earners Need Education 
on Benefits of Hospital Service. Mar.-15 
Luken, Martin G.—The Surgeon Dis- 
cusses the Central Supply Service 





Becht VAS Ne ea crates FO lad Apr.-45 
MacDougall, Ed wina—Precautions 

ge rly With the Use of an Elec- 

BETA ccais trcvexsnnin sada eeceld Apr.-50 


Mandabach, Paul J.—Possible Effects 
of New Drug Regulations on Hos- 
Hital PRACMACIES ©. s:e S.ia.s oisee vied Apr.-69 

Martin, Florence E.—Necessity and 
Value of the Pharmacist to the Hos- 
DEG h tes Gee toring shes ae EAN OO 

Martin, Laura P., R.N.—How the Unit 
System Was Organized at the Uni- 
versity of Oregon Hospitals. ...Feb.—22 

Masoner, Karl W.—Wagner-George 
Bill Rewritten; Early Passage Indi- 
ANODE 5 eave. specs payee weataichnccvere oe ap LE 

Masoner, Karl W.—Wagner Hospital 
Construction Bill Passed by Senate; 


Now Before House............ June-13 
Medical Education, Dr. Buerki Com- 
pletes Study of................May-—26 


Medicine and Public Health Drama- 
tized by Striking New Exhibits at 


BORO AIS crits de hese scene June-20 
Menus for February ............. Jan.—48 
Menus for March, 5 soc c.uicee eescs Feb.—44 
MieANS TOR APE” «cos \cle-< 6.e:s'sdseie''e Mar.-52 
Menus Or May ao 5 50% 55 sissies ed Apr.—06 
Menus for June ................May-50 
INRCHUSSTOL PEIV sc. os-0ckiep eases ne June-56 


Mid-West Hospital Association..Mar.— 4 

Mid-West Hospital Association Meet- 
ing beste eteeeseeeeseeee esse ees May22 

Minnesota Meeting, “Pro and Con” 


Discussion Highlight of........ June-26 
Mobile Hospital Unit, First, Serves 
Entire County ................Mar.—20 


Modern Demands _ Require Many 
Changes in the X-ray Department— 


Maximilian J. Hubeny, M.D...Mar.-31 
Modernization cf Patients’ Facilities 
Modernization, Hospitals to Spend 


$357,750,000 for, in 1940........ Feb.-15 
Modernization Plans, Visualize the 

Hospital of the Future in—Perry W. 

SPEER coin a Cioair notes ste seks Jan.-17 
Modernize the Labcratory to Render 


the Efficient Service of Today— 

Philip Hillkowitz, M.D.........: Apr.-32 
Modernizing Patient’s Accommoda- 

tions on a Limited Budget—Florence 

1S C(I proce rat bet ae ere Feb.-48 
Modernizing, South America, Its Pol- 

icy for Hospital Care—W. P. 

SEM sia sian ae tie see Poa 0 a June-15 


Modernizing the Pharmacy for Prac- 
tical and Efficient Operation—M. P. 
SSO WAEES eo ects ait oe sn ainten eels May-28 

Modernizing X-ray Department Re- 
quires Careful Planning—Max Deff- 


WON © Gi gcle cassie Cues came te Mar.-28 
More _ Rational Hospital Program— 
POGTEOMIAN 0.5 5hlac ciate sieseb cea e cies Feb.-29 


N.E.H.A., New Jersey Hespital Woman 


Re-elected Head of............ June-62 
National Health Legislation—Editorial 
aiiaro SaU8: is og. QP a aka sare aca 5) Wingy aver ele Jan.-33 
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National Health Program, The Pres- E 
ent Status of—Editorial........ June—35 


National Hospital Day—Editorial. Mar.-37 
National Hosptial Day—Editorial. June-35 


Nebraska Assembly, Warn Against 
Nurse Shortage at Annual Meeting | 
OE? Gs, dew wlatienenwamounwere cecened Apr.-2 

Necessity and Value of the sci 
cist to the Hospital—Florence E. 
Marti: 525016 cieccuesceacie os Oe 

Neff, Robert E—Do We Really Need 
More Hospital Beds in the United 
Slates et) Jc eeaenatevenesouney Feb.-13 

New England Meeting, Expansion of 
General Hospital Service Urged at 
a cia Hee OREN ne, ds alkuaeel ene Mead Mar.-17 

New Jersey Convention, Urge Exten- 
sion of Service Plans at........ June-27 

New Jersey eng’ Woman Re-elected 
ba Ge als G Onl 3 RT, Se meer June-62 

New York Group Told that Mutual 


Insurance Reaches Lower Wage 
GEONDS eo acht. Oss cen eewaee eee June-22 
New York Hospitals Concerned by Ef- 
fects of Wage Legislation..... May-25 
New York Hospitals Optimistic About 
Securing Higher Rate.......... Apr.-21 
New York Plan, Goldwater Accepts 
PECSIOENES OU Wc se veacivsanecns June-28 


‘New York Trial Court Threatens 


Confidential Nature of Case Rec- 
a Se OC Ten ec FC May-13 
New York Voluntary Hospitals Re- 
quire More Support for Indigent 
Oe eh mt hoe ete pace eae ewe Feb.-27 
Nursing and Physical Therapy Depart- 
ments, The Importance of the Cor- 
relation of—Mildred Riese, R.N. 
cidig acetal gd ce Said occa eB ees kane Oe 
Nursing Resources, Coordinated, Can 
Provide an Adequate Community 
Health Service—Golda B. _ Slief, 
| ee Ri ec le ee ae RET Feb.-33 
Nursing Service, Criteria for Efficient 
Graduate, with Emphasis on Admin- 
istrative Policies—Mrs. Alma _ H. 





SEGUE SRI occ h wale ereeen Jan.—37 
Nutrition, Convalescent Home Has 

Classes on, fer Both Children and 

Parents—Catherine Koch ...... Feb.-40 


O 


Ohio’s Service Plans, Coordination of, 
Urged at 26th Annual Convention 
OY ee eI POE oor rrr te © Apr.—22 

Operating Room, Economies and Con- 
trol cf Waste in—Claribel Schecter 





Out-Patient Department, Use of, in 
Teaching Public Health—Alma B. 


WOGEStGl: IWIN: cccuceecwere neat Feb.-38 
Oxygen Tent, “Homemade”—Guy Et- 
CGO 655.5 F285 k walee dane koeaud June-66 


Parenteral Fluids Need Not Be 
Warmed Before Administration—E. 
Whar PEtettht  iarcntiak Ccteas ne: Jan—19 

Patient Protection, Means of, Theme 
of Ac‘GS. Meetiies oink ccs Feb.-21 

Patients’ Accommodations, Moderniz— 


ing on a Limited Budget—Florence 
Wee elation hes et ae Sea ote we iia Feb.-48 
Patients’ Facilities, Modernization of, 
Requires Detailed Analysis—Edgar 
My FESPOOOE 55 wicker tee wiser Feb.-16 


Pennsylvania Meeting, Changing 
Trends in Hospital Field Outlined 
Bee eaten sinks a te ne ase enon May-19 

Pennsylvania State Hospitals, Food 
SELVICE, OULESSER: Ihe ix cexsiees May-45 

Personnel, Maintenance and Nursing 
Problems Stressed at Texas Meet- 
LS neers Seeew een BRON ae ene Mar.-19 
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Pharmacies, Hospital, Possible Effects 
of New Drug Regulations on—Paul 
J. Mandabach Apr.-09 
Pharmacist, Necessity and Value of, to 
the Hospital—Fiorence E. Martin 
LSebbs Sasi eee reeee teresa seee May-58 
Pharmacy and Central Service Com- 
bined at California Hospital—R. E. 
Heerman May-31 
Pharmacy, How to Modernize for 
Practical and Efficient Operation— 
Ba: PP. Bonwartte... soe Sete s ke May-28 
Physical Therapy and Nursing Depart- 
ments, The Importance of the Cor- 
relation of-—Mildred Riese, R.N. May-37 
Planned Development of Hospital Fa- 
cilities—Editorial Z 
Pork Cookery—Inez Searles Willson 
phe buceaub eases esee ie sbunee son eee 
Port.and’s “Disaster Car” Provides for 
Any Emergency—Wm. P. Gray, Jr. 


Power Plants, Hospital, } 
tor—Phil Swain 

Precautions Necessary With 
of Electric Pads—Edwina 
Dougall 

Prescriptions, Adequate Method of De- 
termining Selling Prices of—Marvel 
Harris June-65 

President Roosevelt Proposes New 
Plan for Hospital Expansion—Da- 
vid Hill, 

President's Hospital Program, 

Bills Introduced in oe to Sup- 
pert—David Hill, 

President's Present’ Plan, Hospital 
and Medical Men Confer with Presi- 
dent on . 

Prison Hospital Approved by 
for Intern Training............ Mar.-25 

“Pro and Con” Discussion Highlight of 
Minnesota Meeting June-26 

Public Health, The Use of the Out- 
Patient Department in Teaching— 
Alma E. Foerster, Feb.-38 

Purchasing Hospital Protection—Ray- 
mond T. Hostord 


Radiologists, Principles of Relationship 
Between Hespitals and—B. R. Kirk— 
IRE CORED: (5 vce ance aires hams Feb.—54 

Recognition Given General Physicians 
% Mount Carmel Mercy Hospital— 

j. Gartepy, M.D. .....is0s0s Mar.-22 

Rb Pe of the General Practi- 
tioner—Editorial .............. Mar.-37 

Renovating Upholstered Furniture in 
ae MEIGS: oi occscsadcvexeee Mar.-57 

Riese, Mildred, R.N.—-The Importance 
of the Correlation of the Nursing 
and Physical Therapy Departments 

May-37 

Roberts, Mrs. Josie M.—Meeting the 
Increased Cost of Educating Student 
INGINGES 5 os sess eoscceeatc< sss ees 

Roberts, Norman B.—Well Planned 
Publicity and Program Won 1939 
Award for Hinsdale.........../ Apr.-18 

Rolence, Mabel R.—Asepsis as Prac- 
ticed by the Housekeeping Depart- 
ment May-53 

Rovenstine, E. A., M.D.—Principles of 
Relationship Between the Hospital 
and the Anesthetist............ Mar.-62 


S 
Safety Meeting, Greater New 
Group Will Participate in 
Schecter, Claribel—Economies and Con- 
trol of Waste in the Operating Room 
June-43 


Schmelkes, Franz C., Ph.D.—Study of 
Dakin So-utions from 52 Hospitals 
Reveals Wide Variations....... Jan.—53 

Schwartz, M. P.—How to Modernize 
the Pharmacy for Practical and Effi- 
cient Operation May-28 

Scott, Mrs. Alma H., R.N.—Criteria 
for Efficient Graduate Nursing Ser- 
vice with Emphasis on Administra— 
tive Policies 

Seidle, Mrs. 
Windows far.—58 

Service Plans, Coordinaticn of Ohio’s 
Urged at 26th Annual Convention 

Apr.-22 

Service Plans, Extension of, Urged at 
New Jersey Convention 

Shuck, W. P.—South America Mod- 
ernizing Its Policy for Hospital Care. 

June-15 

Simmons, Wm. G.—Well Planned Pub- 
licity and Program Won 1939 Award 
for Hinsdale 

Sister Rose 
Gadgets 

Slief, Golda B., R.N.—Coordinated 
Nursing Resources Can Provide an 
Adequate Community Health Ser- 
vice Feb.-33 

Small Hospital Problems Emphasized 
at Annual Tri-State Assembly..May-106 

Smith, Mary E.—Supper on the Lawn. 

June-53 

South America Modernizing Its Policy 
for Hospital Care—W. P. Shuck.June-15 

South Dakota, Nebraska and Iowa to 
Form Tri-State Group 

Southeastern Assembly, Annual, Urge 
State Licensing Boards at....../ Apr.-2¢ 

State Meetings, National Hospital 
Legislation Featured at........May-22 

Strain, Clifford— Gas Extinguishers 
Valuable for Many Hospital Fire 
Hazards 7 

Study of Dakin Solutions from 52 Hos- 
pitals Reveals Wide Variations— 
Franz C. Schme‘kes, Ph.D Jan.—53 

Supper on the Lawn—Mary E. Smith. 


Eva—Washing Hospital 


Marie — Delivery hone 


Swain. Phil—Hospital Power 
Weed ie D0 OCIOES 6 scis ois ec snes sane Jan—50 
Swern, Perry W.—Visualize the Hos-— 
pital of the Future in Modernization 
Plans Jan.-17 


Tanner, Moir P.—Controlling Costs in 
the Dietary Department 

Teaching Program for Student Nurses, 
Developing an Adequate, in the Dietary 
Department—D. Lois Burnett, R.N.. 

June-50 

Texas Meeting, Personnel, Mainte- 
nance and Nursing Problems Stressed 
at 

The Pan-American Confer- 
ence—Editorial June—35 

Three Bills Introduced in Congress to 
Suppert President’s Hospital Pro- 
gram—Davil Hill, Jr a1 

Three Criticisms of New Hospital Leg- 
islation—Editorial 

Trend Towards 


Hospital 


Charity — Editorial 


I 
Tri-State Assembly, Annual, Small 
Hospital Problems Emphasized at 
5A nes Susan Cudosia dace eha sees May-16 
Trustees, Indiana Association Gets To- 
gether—To Talk of Many Things 


How It Was Organized 


Unit System, 
of Oregon Hos- 


at the University 


Willson, 


pitals — Laura P. Martin, 
R.R.L. 

U.ge Extension of Service Plans at 
New Jersey Convention 

Use of the Out—Patient Department in 
Teaching Public Health—Alma_ E. 
Foerster, R.N. or 

Upholstered Furniture, erehiion in 
the Hospital Mar.—57 

Urge State Licensing Boards at Annual 
Southeastern Assembly ......../ Apr.-23 


V 
Value and Control of Scrap, 
and Obsolete i 
Zaagman 
Veal for Variety—Inez Searles 


Surplus 


Visualize the Hospital of the Future 
in Modernization Plans—Perry W. 
Swern 

Voluntary Hospital System, Goldwater 
Forecasts Survival cf.......... Feb.-19 

Voluntary Hospitals, New York, Re- 
quire More Support for Indigent 

leb.-27 


Wage Legislation, Effects of, Concern 
New York Hospitals........... May-25 

Wagner-George Bill Hearings to Be 
Held This Month—David Hill, Jr. 
ee a ee eee | 

Wagner-George Bill Rewritten; Early 
Passage Indicated—Karl W. 
soner Ma 

Wagner-George Hospital Bill May Be 
Finally Appreved This Month—Da- 
VIN Nitienasessertwe cused Apr.-13 

Wagner Hospital Construction Bill 
Passed by Senate; Now Before 
House—Karl W. Masoner June-13 

Warn Against Nurse Shortage at An- 
nual Nebraska Assembly 

Washington Group Discusses Legisla— 
tion and Trusteeship 

Washroom Practices and Formulae, 
Efficient—R. J. Gabrielson June-59 

Well Planned Administrative Area Es- 
sential for Efficient Management— 
Dr. Lucius R. Wilson 

Well Planned Publicity and Program 
Won 1939 Award for Hinsdale— 
Norman B. Roberts and William G. 
SUMMONS © oo.005:5 sais bees aera Apr.-18 

Western Convention, Lower Cost of 
Hospitalization Urged at 

Willson, Inez Searles—When Cooking 
Beef 

Willson, Inez Searles—Some Thoughts 
on Cooking Lamb + 

Inez Searles—Pork Ccokery 
seats GDS a a.e Srachee otatad Kini sate Sa oe 

Willson, Inez Searles—Veal for Va- 
riety 

Wilson, 
Administrative Area 
Efficient Management 


Apr. 
Dr. Lucius R.—Well Planned 


Essential for 
June—32 


X 


Modern Demands 

Changes in—Maxi- 
milian J. Hubeny, M.D Mar.-31 

X-ray Department, Modernizing Re- 


quires Careful Planning—Max Deff- 


X-ray Department, 
Require Many 


Zaagman, Herman—The Value and 
Control of Scrap, Surplus and Obso- 
lete Material Jan.-28 
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